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NATIONAL ADVISORY COMMITTEE FOR AERONAUTICS 
RESEARCH MEMORANDUM 
PERFORMANCE OF A SWEPT LEADING EDGE ROTOR OF THE SUPERSONIC TYPE 
WITH MIXED FLOW 


By Arthur W. Goldstein and Ralph L. Schacht 


SUMMARY 


An experimental investigation with Freon-12 as the working fluid 
was made of a 14-inch-diameter supersonic mixed-flow axial-discharge 
rotor of the impulse type. The whole series of tests was made twice - 
once with a set of guide vanes that underturned the air and gave a 
somewhat lower relative inlet velocity than the design value, and once 
with a set that gave approximately the design values for velocity and 
direction. At the design tip speed of 686 feet per second (equivalent 
value for air, 1564 ft/sec), the weight flow was about 43.5 pounds per 
second (equivalent &ir value, 23.7 1b/sec), the pressure ratio was 6.25, 
and the efficiency was 80.4 percent with the first set of guide vanes. 
With the second set the figures are 43.3 pounds per second, 6.6, and 
78.0 percent. The leading edges of the blades were sufficiently swept 
to give subsonic velocities normal to the leading edge and in the plane 
of the blade surface. This permitted large variations of weight flow 
but did not permit shock surfaces to be formed on the leading edge. 

Work output was adequately equalized at the discharge end. High tip 
losses indicated that tip loading and axial length are critical factors. 
Inadequacy of the axisymmetric design system or blade-to-blade two- 
dimensional flow analysis is indicated. 


INTRODUCTION 


The supersonic compressor offers the possibility of high mass flow 
and pressure ratio with relatively few components, but presents new 
problems, many of which as yet have no answers. It is shown in refer- 
ence 1 that large turnings can be efficiently accomplished. Typical 
remaining problems are the establishment of flow with the desired pres- 
sure wave configuration, stability of such configurations, choking of 
flow because of boundary-layer growth while diffusion occurs near sonic 
conditions, and discontinuous changes in operating conditions of the 
compressors. 
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When compared with the subsonic rotor type, which operates with 
supersonic shocks in the diffuser, the shockless supersonic rotor 
(references 2 and 3) appears to be of greater significance because 
higher mass flow is attainable with higher gas velocities. A compari- 
son with shock-in-rotor types (references 2 and 4) indicates that for 
high pressure ratios, the strong shocks required are best handled in 
stationary diffusers where more elaborate techniques of efficiently 
diffusing the gas may be employed. (Diffusion at high Mach numbers 
presents difficulties in swellowing tbe shock and yet obtaining a small 
enough throat for small losses in the nozzle shock.) 


The present paper presents the results of an experimental study 
made at the NACA Lewis laboratory of the first of two impellers of the 
shockless type which are identical except that the weight flow of the 
first impeller was reduced by use of & larger hub diameter. The pur- 
pose of this exploratory study is to obtain the operating character- 
istics of the rotor and to note any problems which may arise, as well 
as specifically (1) to check the axisymmetric solution (reference 5) by 
comparing the static pressures at the rotor case with those computed 
and those to be measured later with the full-flow machine, (2) to deter- 
mine whether or not the blade sweep causes any difference in the operat- 
ing characteristics of the impeller, (3) by comparison of the exit flow 
of the present machine with that to be obtained from the rotor of lower 
radius ratio to find whether the higher diffusion rates on the full- 
flow machine will cause a deterioration of the flow over the hub, (4) 
to ascertain whether the work output of the rotor can be successfully 
equalized by the method of sweeping back the blade root and gradually 
unloading the blade, and (5) to determine the operating states of this 
kind of rotor. 


ROTOR DESIGN 


The rotor is designed to operate at an isentropic pressure of about 
8.0, an equivalent tip speed of 1564 feet per second (686 ft/sec in 
Freon-12), and an axial Mach number of about 0.85. The initial flow is 
nonradial with counterrotation, the internal flow is shockless, and the 
relative discharge flow is nearly axial. Subsonic leading edges are 
obtained by sweeping the tip back for subsonic normal gas velocities. 
Work output is equalized at the exit by sweeping the trailing edges 
back at the root to provide extra blade surface for work input. 


The general process of design used consisted of the following 
Steps: 2E 


(1) Assumption of rotative speed and inflow and outflow conditions 
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(2) Assumption of velocity distribution on the blade surfaces at 
the tip 


(3) Assumption of number of blades and calculation of shape of 
blade contour at the tip. For radial blade elements this establishes 
the blade shape. 


(4) Calculation of effect of blade blockage of flow area for 
adjustment of blade shapes and flow velocity j 


(5) Assumption of degree of sweep at leading edge and calculation 
of shape of swept portion of blade 


(6) Calculation of exit region of blade which equalizes work out- 
put and unloads blades 


(7) Calculation of hub shape according to reference 5 


(8) Allowance on the hub for losses or boundary-layer growth to 
attain the desired velocity distribution 


Throughout these computations, the properties of Freon-12 (dichloro- 
difluoromethane, a commercial refrigerant) were approximated by assum- 
ing the gas constant value for Freon and by taking the ratio of spe- 
cific heats as 1.125. 


The inflow velocity distribution was set up on the assumption of 
a free vortex having constant axial velocity (axial Mach number 0.85 
at the tip) and zero radial flow component. The assumption of a small 
relative rotational velocity at the discharge and the isentropic pres- 
sure ratio of 8.0 determined the work input. Therefore when the rota- 
tive tip speed (686 ft/sec) was assumed, the inlet rotational velocity 
at the tip and the entire velocity distribution there were obtained. 
Assumption of constant work output and zero radial velocity component 
for the exit flow then determined a free-vortex flow at the exit. The 
resulting tip conditions are tabulated for Freon-12 at 100° F. 


Tip conditions 


Entrance Exit 


Absolute velocity at tip, ft/sec 
Relative gas velocity at tip; ft/sec 
Local sonic speed, ft/sec 

Absolute flow angie 

Relative flow angle. 

Wheel speed, ft/sec 
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The leading edge of the blade was swept back 45° in the meridional 
projection (fig. 1) so that the velocity component normal to the leading 
edge was nearly constant at O.77 of sonic speed, making it impossible 
for the leading edge of the blades at the inlet to support a shock 
wave. When the sweep has been established, the conditions of radial 
blade elements and free-vortex flow into the blades determine the blade 
shape completely in the region ABH (fig. 1). 

It is shown in reference 5 that when the gas enters the impeller 
there is & change of velocity, flow direction, and gas state which may 
be estimated from the blade thickness and orientation. For blades with 
radial line elements, the blade setting angles are estimated from the 
assumed conditions upstream of the blades and the assumption of zero 


radial velocity inside as well as outside the blade region. For these 
conditions the equations of reference 5 reduce to D 


BH 


a y-1 
a (2+ ¥ ein? v) (cos V - sin v tan a) cos pel 
(to be solved for v) 
V4 = V cos v 
u, = V4 sin (a + v) 


Ws = Vy cos (a+ v) | 


where 


A ratio of flow area inside blade region to that outside (projections 
on a plane normal to axis of rotation) 


wy axial component of gas velocity, ft/sec 
Q4 ten | u,/w,, deg 

v d, - a (incidence), deg 

h specific enthalpy, (ft-1b)/1b 


Y ratio of specific heats 


No subscript indicates blade-free region; subscript 1, the blade 
region. (A complete list of symbols is given in the appendix. ) The 


NACA RM E52K03 nip ` 


direction of the blade camber line at the leading edge is set equal to 
the computed direction of flow inside the blades. The angie of inci- 
dence vb is therefore the angle between the blade camber line and the 
upstream flow direction. As & result of this calculation, there is 
obtained the solution 





Thus the blades are actually set to give two-dimensional flow 

(v = V4 = O) and turning through an angle of from 3.9° to 5.7°. This 
angle of attack coupled with the decrease in velocity results in a 
leading-edge deflection in which approximately 3.7 percent of the work 
output is accomplished. The change in kinetic energy of the gas is 
small and corresponds to a change in pressure of about 0.1 percent. 


At the blade tip, a velocity distribution was assumed such that 
the arithmetic average of the pressure and suction surface velocities 
was a constant. From a small initial loading the suction surface 
velocity rose to a value of 1120 feet per second at 10 percent of the 
total are length of the camber line and maintained this value until 
90 percent of the camber line, at which point the value was decreased 
to the mean value of 950 feet per second by a parabola with zero slope 
at the end. This velocity distribution was estimated from reference 6 
to provide reasonable diffusion rates. To find the blade shape, first 
solve for the rotational velocity component from 


(see reference 5 Por derivation) 

where 

u rotational veloeity component, ft/sec 

8 arc length along camber line, ft . 


t distance between suction and pressure surface measured in direc- 
tion of rotation, ft 


ditti tnde 
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Vg relative velocity on suction surface, ft/sec 
V relative mean velocity between blades, ft/sec 


Here t was determined by assuming 22 blades, made of 1/8 inch thick 
sheet metal, having an outside diameter of 14 inches. If this equation 
is integrated for u, then u/V is the sine of the angle between the 
machine axis and the blade. The axial depth at the tip was determined 
to be 4.68 inches. 


The blade region designed thus far (ABCGA, fig. 1) terminates with 
unequal work into the gas from root to tip (on line CG). The condition 
of radial blades is discarded at point C where the tip load begins to 
decrease. The root load is maintained constant until point F, where 
the work input is the same as that at point C. The blade surface up 
to a line joining C and F is made of radial elements. The region 
CDEF is made of nonradial blades and this region is used to relieve 
the aerodynamic load to zero. 


The hub AE is then determined according to the method of refer- 
ence 5. An allowance is made on the hub for boundary layer; the growth 
in displacement thickness of the boundary layer was assumed to be 
0.02 inch per inch of gas travel on the wetted surfaces. The correc- 
tion for all the surface was made on the hub. The coordinates of the 
blade surface and the hub contour which resulted from this design pro- 
cess are given in table I. 


Although the type of impeller being studied is capable of high 
mass flow, the particular rotor studied has a radius ratio at the inlet 
of 0.71, which limits the flow. The decision to build both rotors 
(0.71 and 0.5 radius ratios) was made for the following reasons: 


(1) The design computations showed a severe pressure rise along 
the hub of the design with inlet radius ratio of 0.5 and a considerable 
alleviation of this difficulty with an inlet radius ratio of 0.7. If 
the diffusion rate is too severe for the 0.5 radius ratio machine, then 
another value obtained from the 0.7 radius ratio machine would help 
establish limits for design practice with allowable losses. If diffu- 
sion on the hub of the 0.5 radius ratio impeller is so severe as to 
cause large regions of separated flow inside the rotor, then regardless 
of reattachment, the internal flow may be choked at less than design 
mass flow. Therefore if there exists a limit of flow for this type of 
machine beyond which there is no gain in reducing the inlet radius 
ratio, the two rotors should help to define it. 


(2) -If the mean flow is accurately determined by the axisymmetric 
solution, the pressure distribution on the casing should be the same 
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for both rotors. Therefore a check of the axisymmetric solution is 
expected in that comparison between the pressure distribution for the 
O.71 and the 0.5 inlet radius ratio impellers will indicate whether 
deviations of each pressure distribution from the computed are attrib- 
utable to effects which may or may not be estimated from the axisymmet- 
ric solution. 


The present paper reports the experimental results from the rotor 
with inlet radius ratio of O.71, although in the design process the 
solution was continued on for lower values of radius ratio. A picture 
of the rotor is shown in figure 2. 


TEST APPARATUS 


The test rig installation and measuring stations are shown in 
figure 5. The impeller was tested with Freon-12 as the working fluid 
in a closed circuit as shown in figure 4. The compressor was driven 
by a 3000-horsepower variable-frequency motor through two sets of gears 
that allowed & maximum speed of 15,000 rpm. In this system, the pres- 
sure developed by the compressor was dissipated across the cylindrical 
discharge throttle &t the end of the radial diffuser. The hot gas 
flowed from the collector through twin cooler assemblies to the 
entrance tank. The rate of water flow through the coolers was varied 
to obtain the desired temperature in the entrance tank. The pressure 
level in the test loop was maintained at the desired point by con- 
trolling the amount of Freon-12 in the system. The purification system 
maintained a concentration of 97 percent or higher of Freon-12. An 
additional throttle was provided at the inlet (fig. 4) in order to con- 
trol the pressure level on the coolers. 


PROCEDURE AND INSTRUMENTATION 


Over-all performance. - The over-all rating of the compressor was 
obtained as recommended in reference 7 by using the instrumentation in 
the surge tank and that at stations 3 and 4 (fig. 3). Four taps were 
used to measure total pressure and four single-shielded thermocouples 
(instrument a, Pig. 5) were used to obtain total temperature in the 
surge tank. 


At station 3 (about 2.5 in. downstream of impeller blades) six 
pads 60° apart were provided. Six cone probes (instrument c) or six 
claw probes (instrument d) were used at this station for measuring 
total pressure and angle. They were arranged at area centers of three 
equal annular areas. Static taps on the sides of the cones or the two 
side tubes on the claws were utilized to set the correct direction. 
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The static pressure was determined by interpolating the data which were 
obtained from six taps on the inner wall and six taps on the outer wall. 


At station 4 (about 8 in. downstream of impeller blades) six 
double-shielded thermocouples (instrument e) set at area centers of six 
equal annulus area were used to obtain total temperature. These probes 
were set at a fixed angle and were insensitive to angular deviations of 
the flow encountered. i 


Surveys. - Four pressure taps on each side of the inlet nozzle 
(fig. 3) were calibrated for weight flow by surveys made at station 1. 
Three claw probes (instrument b) were used to-obtain total pressure and 
angle. Traverses were made across the passage in steps of 0.2 inch eng 
came to within 0.13 inch of the hub and casing. Eight wall taps were 
also provided at this station for static pressure; four were on the 
inside hub and four on the outside casing. These taps were 90° apart. 


Surveys of the passage were also made at station 3 with 5 claw or 
3 cone probes for total pressure and angle. Three double-shielded 
thermocouples were used for total temperature. Traverses were made 
across the passage in steps of 0.2 inch and came to within 0.13 inch 
of the hub and casing. | 


The static pressures for all survey work were determined by inter- 
polating the wall-tap data. Static-pressure taps were installed all 
along the impeller casing and wherever possible on the inside. 


The whole series of tests was made twice - once with a set of guide 
vanes that underturned the air and gave a somewhat lower relative inlet 
velocity than the design value, and once with a set that gave approxi- 
mately the design values for velocity and direction. 


Calculations. - In calculating the derived quantities from the 
measured data, the tables of Freon properties given in reference 8 were 
used where possible. However, this could not be used directly in 
correcting the total-pressure instrument readings for the normal shock 
Loss or for computing sonic velocities. The shock losses on the pres- 
sure probes were computed from the formula for a gas with constant l 
specific heats using the ratio y= Cp/cy for the average temperature 
of the process. Mach numbers were similarly computed using ratios of 
static to total pressures, although velocities were computed directly 
from enthalpy differences obtained from the source tables. 


Accuracy of data. - Analysis of the data obtained from the exit 


at the design speed showed the existence of the following circumfer- 
ential variations in the flow parameters: 


Cer... 
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Pressure | Angle 

(percent) | (deg) 
2 0.9 
l 24 


RESULTS AND DISCUSSION 












Probable error Temperature 


Reading 


Circumferential average 


Over-All Performance. Characteristics 


At the design tip speed of 686 feet per second (equivalent value 
for air, 1564 ft/sec), the weight flow was about 43.5 pounds per second 
(equivalent air value, 23.7 lb/sec), the pressure ratio was 6.25, and 
the efficiency was 80.4 percent with the first set of guide vanes. With 
the second set the figures are 43.4 pounds per second, 6.6, and 78.0 per- 
cent. 


A noteworthy feature of the performance of the impeller is the 
lerge range of gas flow possible without encountering surge (fig. 6). 
At 50 percent of normal speed the ratio of maximum to minimum mass flow 
is almost 2, and at full speed there is a range of 50 percent. The 
Second distinguishing festure is the large rise in available pressure at 
the high flow rather than the low flow end (see fig. 6). (It will later 
be shown that the high pressure ratio results from operation with no 
shock in the rotor, whereas at all other points there is shock compres- 
sion in the rotor. Several run numbers are given in fig. 6 for subse- 
quent reference.) The rise in pressure ratio occurs at a speed as low 
as 60 percent of design value, and at design speed the increase is from 
4.0 to 6.5. These features contrast with the operation curves of rotors 
with shock and no sweep which are without the range in mass flow or the 
sudden rise in stagnation pressure. (Compare, for example, performance 
characteristics of reference 3.) Sweeping of the blades is therefore 
believed to be responsible for the large variation in mass flow because 
the back pressure effect is permitted to leak past the leading edge. 


The enthalpy rise is equivalent to the work input to the gas and is 
shown in figure 7. There is a large rise in work output as the impeller 
changes to impulse operation, so that the pressure ratio increases 
because of the work increase and also because of the reduced losses with 
shockless operation. It will be shown later that this rise in work 
output is due principally to an increase in velocity at the blade roots 
where the blades are turned forward, whereas at the tip a slight decrease 
in velocity occurs and the blades there are directed slightly backward. 
Higher work output from the impeller with normal guide vanes is a con- 
sequence of more initial counterrotation and larger impeller torque. 


Cep 
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The striking aspect of the efficiency curves is the fact that when 
the rotor changes from shock to impulse (shock-free) mode of operation, 
there is a rise in efficiency of from 10 to 20 points. This is not 
caused by the removal of a strong shock from the internal flow field as 
Will be demonstrated later, since no strong shocks exist at the high 
mass flow condition with shock in the rotor. It must therefore be con- 
strued as resulting from more efficient flow over the blades and hub 
when the weak compression shocks are removed. 


Entrance Flow 


The low velocity guide vanes gave underturning of from 3.5° to . 
4.09. Because the entrance flow was so nearly critical, the weight 
flow was nearly the same as for the normal set, even with a large dis- 
crepancy in the value of velocity and a change in absolute angle of flow 
of about 6.59. As mentioned previously, the mechanism of establishing 
the flow is not understood, but the data from both sets of guide vanes 
make it clear that the shape of the surface of the impeller blades at 
the entrance is the decisive factor, because the tests with both guide 
vanes showed the same angle of incidence (approximately 89) with respect 
to the impeller blades even though the absolute angle changed 6.5° and 
the relative Mach number changed 0.1 (fig. 8). The measured angle of 
incidence is approximately 3° greater than the estimate made on the 
basis of zero radial velocity in the blades. The variation of the rels- 
tive flow angle is also shown in figure 8. Comparison of the curves 
at impulse operation with normal guide vanes for 80 percent, 90 percent, 
and 100 percent of design speed shows a decrease in angle of attack with 
increase in Mach number for shockless rotor operation - exactly opposite 


to expectations from two-dimensional wave pattern analysis. This indi- 


cates the inadequacy of two-dimensional analysis for blades with swept 
leading edges. To clarify this point of the two-dimensional flow 
patterns, consider a supersonic relative flow with subsonic axial vel- 
ocity and some blade camber. The effect of the suction surface is 
extended through characteristics which travel upstream. There is a 
limiting position beyond which all characteristics are caught in the 
channel as are all characteristics emanating from the pressure surface. 
Since the blades cannot exert any torque or tangential momentum change 
upstream, the net effect of all the characteristics escapihg upstream 
from the limiting position is zero. Hence, the compression and expan- 
sion waves cancel each other and set a flow direction upstream at some 
direction corresponding to a kind of average direction for the suction 
surface in the upstream influencing region. As the Mach number is ~ 
increased, the direction of the characteristics is more nearly parallel 
to the cascade axis and the limiting position moves upstream, so that 
the direction of the influencing region and therefore the upstream flow 
more nearly approach that of the leading edge. The angle of attack of 
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the two-dimensional cascade with cambered blades may thus be expected 
to increase with Mach number. 


internal Pressure Patterns 


Inside the impeller, the only indication available for the state 
of the gas is the pressure distribution on the casing. These data are 
shown in figure 9. 


The relative flow direction at 6.9 inch radius is -66.2° from the 
axial direction, and the Mach number is about 1.8. The equations for 
the blockage effect in the gas induction process with these values and 
v4 = VvV=0O give a flow direction inside the blades of -62.89, and for 
the velocities 


Va Wy Uy 
V W V 


Therefore, &bout 2.5 percent of the work output is accomplished &t the 
entrance, and further, a negligible pressure change occurs in the pro- 
cess. Inside the blades the gas must be deflected to the blade direc- 
tion (about -59.4°), which increases the flow area and increases the 
Mach number from 1.8 to 1.9. 


This increases the relative tangential velocity and subtracts 
1.5 percent of the total work input thus leaving a net of 1.4 percent 
work input accomplished in the induction process. Further, the increase 
in Mach number decreases the static pressure in the ratio of 0.8. 
Comparison with the data of figure 9 shows that this pressure drop is 
about correct, and implies that the flow induction process is very effi- 
cient. In the design process, a value of blade angle of -59.4° was 
postulated for smooth inflow and the estimated flow direction was then 
estimated to be -63.4°. The discrepancy of 2.8° is not explicable 
either by the axisymmetric analysis or the two-dimensional blade analy- 
sis, although the result of this discrepancy on pressure change is a 
relatively simple matter to estimate. 


After the initial pressure drop there is & pressure rise, a fall, 
and then a sharp rise and fall. The second wave is shown on a single 
tap and its existence is questionable. The second wave is reflected 
from the casing to the hub and then back to the casing and therefore 
reappears downstream. 


To support this contention, figure 9 shows an outline of the hub 


and the calculated characteristic lines obtained in the design process. 
These characteristic lines represent curves along which the influence 


en 
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of conditions at a particular point are propagated and felt elsewhere 
in the flow field. If (fig. 9(b)) the pressure wave between z = 2.25 
and z= 3.5 is traced along the characteristics to the hub and its 
reflection, back to the tip, it is clear that the wave for 

9.20 < Zz < 6.75 is merely a reflection. The same general pattern is 
seen in figure 9(a). Because the Mach numbers are lower than design, 
the pattern has a slightly smaller period. 


TT9Z 


For operation at other than impulse condition, figure 9(a) for the 
underturned blades shows two distinct states of internal flow. Run 106 
is a state of operation obtained when a higher back pressure than that 
for impulse operation is imposed on the impeller and the weight flow is 
unchanged. The compression begins at the leading edge; it was impossi- 
ble to obtain a shock configuration beginning at some other point in the 
impeller. That the pressure rise consists of weak compressions is — 
supported by two facts: In the first place, the pressure rise is | 
divided into two parts; one wave extends from z = 2.25 to z = 3.75, 
and the second extends from z = 4.8 to z= 6.0. Comparison with the 
period of pressure waves for run 101 (fig. 9(&8)) shows that the second 
pressure rise is a reflection of the first off the hub. Such a reflec- 
tion process is possible only with weak waves. These waves are éffi- 
cient, but could cause a deterioration of the flow over the blade and 
hub UN TECEE and a large drop in efficiency. Another reason for sus- e 
pecting oblique waves is the pressure rise itself in each of the waves; 
the value is too small for normal shock, although thickening of the 
boundary layer before shock and subsequent reexpansion would reduce the 
rate of pressure rise in a similar manner. -This process is probably 
occurring in the second wave in such a manner as to reduce the discharge 
relative velocity to a subsonic value. 


The curve for run 107 is different in several respects. In the 
first place the pressure exterior to the blades has been affected and 
the weight flow reduced. This requires subsonic flow in the compressor 
so close to the leading edge that some of this subsonic flow field can 
affect the flow upstream of the impeller and the weight flow. This is 
the mechanism by which the weight flow can be adjusted and steady flow 
retained. Other differences between the two curves are the greater 
initial rate of pressure rise in the impeller and the absence of any es 
pressure pattern which would suggest a reflected pressure wave. These 
two factors confirm the hypothesis of strong shock. The rate of pressure 
rise is not great enough for a normal shock, however, unless reacceler- 
ation is assumed to take place. A normal shock would be inclined about 
31° to the axis since the flow would be &bout 59° to the axis. The 
blade spacing is about 2 inches, so that the axial depth of the shock 
is about 0.88 inch. The pressure ratio for Mach number 1.73 would be 


TT9Z 


NACA RM E52K03 QT, 13 


2Y 2 2(9/8 2 
A m a Kai ST - = . 
1 Ser UW 1) Cy ee ae 1) = 5.11 


hence, the initial rate of pressure rise would be 


Selil w E 


0.83 X — 0.88 P6 o = 2 p, o/ inch 


The measured value is only 0.72 Dr 0 per inch. Consequently, either 


reacceleration and separation must be taking place, or a strong oblique 
shock exists at the entrance. 


Exit Flow 


Work distribution. - The work output from the impeller was surveyed 
very close to the impeller for only the underturning set of guide vanes 
and the results are shown in figure 10 plotted in the form of enthalpy 
rise equivalent for an inlet at normal temperature. For impulse oper- 
ation, the work is nearly uniform, which indicates the success of the 
method used for equalizing the work input to the gas by sweeping the 
blades at the exit. When the shock is forced into the rotor, the work 
is no longer uniform. The reduced relative velocity causes the blade 
tips to do more work because the blades are directed backward at a 
slight angle; whereas at the blade roots, the forward turning causes a 
substantial reduction in work output. On the average, the change of 
the guide vanes causes & change in the whirl component of flow at the 
inlet, and this causes a difference in work output which checks the 
change in inlet whirl. 


Pressure output. - The distribution of total pressure at the exit 
is plotted in figure 10 and shows that all the Losses are concentrated 
at the tip because for the condition of uniform work output at the 
exit, the lower stagnation pressure at the tip implies an increased 
entropy over the value at the root. This is not an indication that the 
losses occurred there, but subsequent discussion will show that this is 
probably the case. In the present design the blade-to-blade average 
velocity was to be constant at the tip and conservative surface veloci- 
ties chosen; whereas at the root, the average channel velocities turned 
out to have high initial diffusion followed by expansion. 


If large losses resulted from this process, it is quite possible 
that these losses would not show up at the root because of the relative 
rotation of the gas inside the flow channels. Consequently, the exit 
total pressure data are not decisive for determining the efficiency of 
the flow over the hub. 
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Velocity vector. - The discharge angles relative to the impeller 
are shown in figure ll and indicate fair agreement for the underturned 
set of guide vanes. For the normal guide vanes the agreement is not so 
good in that overturning of 3° occurred at the tip and 7° at the root. 
The blades were designed to point in the direction of flow with the 
loading to diminish to zero at the trailing edge; it is therefore diffi- 
cult to see how overturning could occur unless the axial velocity 
changes downstream of the blades. This anomaly indicates the possibil- 
ity of instrument error. 


The relative Mach number (fig. 11) is somewhat lower than design 
value at the root and very much Lower at the tip. To attain design 
value on the average, a greater allowance could be made for boundary- 
layer growth. The data indicate that about 18 percent of the exit area 
should have been allowed instead of 6 percent. However, a more effi- 
clent internal flow process would improve this situation somewhat. 

Impeller and casing torque. - Average values of work input to the 
gas are compared with the moment of momentum change of the gas and 
indicate rather high friction on the casing. If Q, is the torque 
exerted by the impeller and @, that exerted by the casing, the net 
torque on the gas imparts a rate of moment of momentum given by 


ar - Q, = [(reg)s - (reg) ln 
where 
r radial distance from axis of rotation 
cg whirl component of the gas velocity 
W flow rate of gas, 1b/sec 
The moment of momentum increment is a mass integrated average. The 


work input of the impeller is Qy, where œ is the angular velocity | 
of the rotor, and goes into the energy rise of the gas 


WAH = o, = R, + WoA(rco) 


The discrepancy 


d3) 


is therefore a result of friction at the casing. Furthermore, as a 
result of drag of the casing on the gas, the blades exert more torque 
on the gas, and consequently, the casing friction may be éxpected to 
increase the work input to the gas over the design value. 


DON A leew 


Cas 


LT92 


NACA RM E52K03 geen Le, 15 


With the underturned set of guide vanes, there is a design value 
of AH/A/8 = 19.9 Btu per pound, a measured average value of about 21.7 
(temperature indication), a wattmeter indicated value of 21.8, and 
d(rcg) = 19.3 Btu per pound. The frictional effect in this rotor is 
quite large, amounting to 


EL 3:3 100 = 11.1 percent 
At 90 percent speed a 10 percent discrepancy also exists. For measure- 
ments with the normal guide vanes the discrepancies are 6.4 percent at 
full speed and 6.9 percent at 90 percent full speed. (A reduction is 

to be expected because of the larger counterrotation and consequent 
larger frictional turning of the gas in the direction of impeller rota- 
tion.) This large discrepancy was checked further to establish relia- 
bility. Since the wattmeter checked the temperature rise, this compon- 
ent of the calculation is believed to be correct. The weight flow com- 
puted from the inlet survey at 100 percent speed and impulse operation is 
43.9 pounds per second and the exit survey gives 44.7 pounds per sec- 
ond. At 90 percent speed the Pigures are 40.6 and 40.9. With the 
normal guide vanes the weight flow figures are 43.0 and 43.0 for full 
speed and 41.0 and 41.5 for 90 percent of full speed. In the Mach num- 
ber range of the tests, an assumed error in static pressure of 10 per- 
cent .results in a weight flow error of 4 percent and a velocity error of 
-4 percent. The weight flow measurements indicate that the accuracy of 
the velocity and angle measurements is satisfactory. The figures show- 
ing a discrepancy are therefore considered reliable. 


If these figures are reliable, then somewhat the same effect should 
be obtained in turbine data where large rotational velocities exist. 
Date were taken from a turbine chosen at random; the main factor in the 
selection was the availability of the data. The turbine is a 14-inch 
cold-air turbine of NACA design with 44 rotor blades. At design point 
the pressure ratio was 1.8 and the efficiency was 89 percent. The 
rotational component of the absolute gas velocity at the rotor tip was 
0.645. The work output discrepancy here was found to be 13 percent, 
even though the rotational gas velocity was about one-half the value 
for the compressor. 


Rotor Losses 
A rough estimate will be made of the rotor losses in order to deter- 
mine relative magnitudes and to obtain some hints as to the most desir- 


able modifications to make in the design assumptions. 


Surface friction. - The allowance for growth of the displacement 
thickness of the boundary layer is 0.020 inch per inch of flow. If 
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this boundary layer is assumed distributed throughout the fluid, the 
corresponding energy loss is 5 percent of the input. An estimate of 
the loss in a smooth pipe of the same hydraulic radius as the flow 
channel gives exactly the same result. Because of the welded construc- 
tion of the impeller, a loss of about 7 percent would perhaps be a more 
reasonable figure for surface friction losses estimated from channel 
flow. 


Friction with the casing is large. If the frictional force in the 
rotational direction is assumed proportional to the absolute rotational 
velocity of the gas and the resultant force is equal to the tangential 
component multiplied by c/cg, then the frictional force may be com- 
puted. With c and cg assumed to vary linearly through the compres- 
sor, the power loss may be estimated. On this basis, the estimated 
loss turns out to be 28 percent for the data with underturning guide 
vanes and 17 percent for the normal guide vanes. If to this is added 
5/4 the loss for steel pipe friction (to avoid counting friction on the 
case twice), there result computed efficiencies of 67 percent and 
78 percent for the two cases. These numbers are not accurate (although 
the second figure does agree with the data (fig. 7) by some coincidence), 
but they do indicate that the greater part p the loss can be attributed 
to friction at the casing. 


Distribution of low-energy gas at exit. - Examination of the exit 
total-pressure distribution and Mach number distribution (figs. 10 and 


11) shows that greater losses occur at the tip but also appear to be 
distributed through the fluid to some extent. The pressure ratio at 
the root indicates nearly isentropic flow in that region and therefore 
the blade shape appears highly efficient. Distribution throughout the 
fluid of losses occurring at the blade tips may normally be expected 
because of the counterrotation of the gas in the channels resulting 
from the relative negative whirl which is a consequence of irrotation- 
ality of the gas and of the wheel rotation. The order of magnitude of 
this rotation may be estimated by setting 22: 94 


D = wl 
where 
cp rotation angle of gss'in a particular channel between blades 
U) wheel velocity 
T time spent by gas in channel 


If V is the average gas velocity and L, the average flow path Length, 
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If the design value of relative velocity at the tip is chosen, then 
from the channel dimensions, 


o = 40° 


However, the actual gas velocity at the casing was less than design, 

and furthermore, the low-energy gas travels more slowly so that although 
40° is a reasonable minimum, the actual figure may be in the neighbor- 
hood of 80°. This could account for the distribution of losses at the 
exit. 


Implications for design. - The data from this impeller indicate 
that the efficiency could be improved by the following modifications: 
The most important problem is the reduction of friction at the casing. 
Provided other changes do not cause the flow to deteriorate, the full- 
flow design can be expected to be more efficient than the rotor tested 
because the same tip losses are expected with a larger weight flow. 
Other factors which may be expected to reduce this source of loss are 
the use of shorter wheels by employing more blades of equal solidity 
and the use of higher rotative speeds to obtain the same work output 
with less rotation imparted to the gas. Higher speeds with lower blade 
loadings should reduce both the tip losses and surface diffusion losses 
and reduce gas velocities relative to the casing. Operation with guide 
vanes giving more counterrotation shows a smaller frictional torque 
effect and & substantial reduction in estimated resultant loss. This 
conclusion is not verified by the measured efficiencies, possibly 
because of the higher initial blade loading. | 


SUMMARY OF RESULTS AND CONCLUSIONS 


A 14-inch supersonic rotor of high specific mass flow (inlet axial 
Mach number 0.85) and radius ratio 0.71 at the inlet, designed for impulse 
operation at the tip and uniform work output, was tested in Freon-12 
with & normal set of guide vanes and a set which underturned the gas. 


With the normal set of guide vanes, at design tip speed of 686 feet 
per second the rotor developed & pressure ratio of 6.6 and an efficiency 
of 78 percent at a weight flow rate of 45.5 pounds per second. With 
the set which underturned the gas, the pressure ratio was 6.25, the 
efficiency was 80.4 percent, and the weight flow was 45.5 pounds per 
second. 


The pressure ratio varied moderately and the work input to the gas 
was nearly constant for a large range of weight flow less than the max- 
imum, At the maximum weight flow two modes of operation were possible: 
One mode showed the same work input as the low weight flow end and 
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somewhat lower pressure ratio. The second mode of operation showed a 
large gain in work input, pressure ratio, and efficiency over the 
remainder of the curve. The sudden rise in pressure ratio and work 
with change to shockless operation is attributable to the forward turn- 
ing of the blades at the root. 


The shape of the blades definitely sets the inflow conditions as 
revealed by comparison of tests with the two guide vanes. The mechan- 
ism of inflow with blade sweep is imperfectly understood because the 
expected measured flow incidence angle was about $9 higher than calcu- 
lated. (The analysis was based on the assumption of instantaneous 
adjustment to flow inside the blades with zero radial deflection of the 
gas.) The analysis by two-dimensional wave theory in surfaces of con- 
stant radius is also inadequate since this indicates an increasing angle 
of attack with Mach number, which is contrary to the data. 


The inflow process whereby the gas is induced into the flow chan- 
nel between the blades is an efficient process, indicating that although 
the present method of design does not accurately determine the inflow, 
it does yield an efficient inducer. ! 


Sweep of the leading edge of the rotor blades adds weight flow 
range to the compressor characteristic by permitting the subsonic flow 
field to extend upstream of the blades by radial leakage of the pres- 
sure. 


The blades of this impeller are generally efficient, as indicated 
by high pressure ratio, except near the tips of the blades. The 
greater part of the Losses appears to originate at the blade tips and 
therefore most of the effort for improvement should be directed toward 
reduction of these losses. Efficiency may be increased by the use of 
a lower radius ratio. Reductions in casing friction might be accom- 
plished by the use of more blades in shorter wheels and of higher rota- 
tive speeds. 


The tip losses show up distributed at the exit because of rotation 
of the gas in the blade channels; the rotation of the gas is of the 
order of 40° to 80°. 


A system of pressure waves which bounce back and forth from hub 
to tip (possibly resulting from the finite blade number) indicates the 
inadequacy of the two-dimensional blade-to-blade design or the two- 
dimensional axially symmetric fllow assumption. A definitely three- 
dimensional method or an approximation to one is required for accurate 
calculation of the pressure wave patterns. 
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Equalization of the work input from root to tip was successfully 
accomplished by the method of continuous blade loading at the root for 
& small section of blading which did not consist of radial blade ele- 
ments. 


Lewis Flight Propulsion Leboratory 
National Advisory Committee for Aeronautics 
Cleveland, Ohio 
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APPENDIX - SYMBOLS 
The following symbols are used in this report: 


ratio of flow area inside the blade region to that outside 
(projections on a plane normal to axis of rotation) 


absolute velocity of gas 


whirl component of absolute velocity of gas 


specific enthalpy rise 
enthalpy 
average flow path length 


absolute Mach number, ratio of SERGE fluid velocity to local 
velocity of sound 


relative Mach number, ratio of fluid EE to rotor to 
local velocity of sound 


static or stream pressure 


absolute total or stagnation pressure 


torque exerted by casing 
torque exerted by impeller 


radial distance from axis of rotation 
are length along camber line of blade | 


time spent by the gas in channel 


distance between suction and pressure surface of two adjacent 
blades and measured in direction of rotation 


rotational component of relative gas velocity 
relative mean velocity of gas between blades 
relative velocity of gas on suction surface 


flow rate of gas 
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W axial component of gas velocity 

Z distance parallel to axis of rotor 

a angle between axis of rotation and relative velocity vector 

Y ratio of specific heats 

ratio of actual inlet total pressure to standard sea-level pressure 

€ angle between axis of rotation and absolute velocity vector 

7 efficiency of rotor 

9 ratio of actual inlet stagnation temperature to standard sea-level 
temperature 

v a; - œ (deflection angle) 

(p rotation angle of gas in passing through blade channels 

(V angular velocity of rotor 

Subscripts: 

O entrance tank upstream of nozzle (see fig. 3) 

l rotor entrance (see fig. 3) 

3 instrument station 2.5 inches đownstream of impeller blade (see 
fig. 3) 

4 instrument station 8 inches downstream of impeller blade (see 
fig. 3) 

e equivalent value for normal temperature and pressure 

i indicates the blade region 
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TABLE I - BLADE AND HUB COORDINATES* “NACA” 


Axial distance | Angular coordinate of blade center line] Hub radius 
(deg) (in.) 


Root 6.457 in. | Tip (7.0 in. 
radius radius) 





Nonradial 


47.646 


47.638 


47.387 
Nonradial 


46.865 


46.330 


45.796 


ithe blade root begins at z = O, becomes nonradial at z = 7.017 in., 
The section at r = 6.457 in. begins 


and ends at z = 8.301 in. 
at z = 1.435 in., becomes nonradial at z = 6.137 in., and ends 


at z = 7.481 in. The tip section begins at z = 1.977 in., 


becomes nonradial at z wah lee AL and ends at z = 6.655 in. 
—n—— Er 


B Tip C D 





Figure l. - Regione of blade differentiated in design process. 
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Figure 2. - 14-inch 
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Figure 3, - Schematic diagram of 14-inch supersonic compressor test rig. 


eessen 


Re A Oe UB. T N 
ZZEE ES 





2611 





KUNSCH WH VOVN 





Freon erhaugt 





pamm —— — - 





a 9" St Deg 5 (KL D 
SR, e Cae ng eB EH 
RAE pes ge Ad OS I I oo ee Fen eh 


E SC 
See PME LE ME 
ACA 


Figure 4. - Schematic diagram of piping assembly and compressor installation. 
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Figure 5. - Instruments used in tests. 
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Total-pressure ratio as measured in Freon-12, Dy 3/D¢ 0 


32 36 
Equivalent weight flow of Freon-12, Wa/@/8, lb/sec 
(b) Normal guide vanes. 


Figure 6. - Performance characteristics for 14-inch supersonic compressor rotor. 
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Percent design 
tip speed 





SO 10. 50 
Equivalent weight flow of Rreon-12, E. lb/seo 
(c) Underturning guide vanes. (d) Normal guide vanes. 
Figure 7. - Performance parameters of lá-inch supersonic compressor rotor at 


various compressor rotor speeds as measured in Freon-12. 
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Figure 8. - Conditions (at station 1) upstream of 14-inch super- 
sonic compressor rotor for several operating points as meas- 
ured in Freon-12. 
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(c) Characteristic network. 


Figure 9. - Sketch of design characteristic network and st&tic-pressure distribution along casing of 14-inch 
supersonie compressor for 100 percent design équivelent speed and several back pressures. 
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Figure lO. - Conditions (at station 3) downstream of 14-inch supersonic compressor 
rotor for 100 percent design equivalent rotor speed. 
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Figure 11. - Conditions (at station 5) downstream of 14-inch supersonic compressor rotor for 
- 100 percent design equivalent rotor speed and maximum pressure ratio as measured in 
Preon-12. 
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